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UNCLASSIFIED 

PAGE 01 STATE 055742 

61 

ORIGIN COME-OO 

INFO OCT-01 EA-07 ISO-OO EB-05 RSC-01 /014R 
66619 

DRAFTED BY COM/BIC/OED/MEPD:JPHILBRICK 
APPROVED BY EB/OCA/REP:LHPOMEROY 
COM/BIC/OED/MEPD:JSANDS DIRECTOR 
COM/BIC/OIM:JPAYNE(INFO) 

STATE/E A/IMS:PGILL(PHONE) 

028877 

R 202055Z MAR 74 
FM SECSTATE WASHDC 
TO AMEMBASSY SINGAPORE 

UNCLAS STATE 055742 

E.O. 11652: N/A 
TAGS:( BEXP:SN 

SUBJECT: MAJOR PROJECT: SINGAPORE HOSPITALS 
REF: SIGNAPORE 1791, MAY 1973 AND PREVIOUS 

1. AMERICAN HOSPITAL SUPPLY CO HAS BEEN APPROACHED BY A 
DR. LINDY LIN OF INTERNATIONAL MERCANTILE CORPORATION 
REGARDING SUBJECT PROJECT. DR. LIN HAS ASKED FOR A PROPOSAL 
FOR HOSPITAL EQUIPMENT IN THE MOST GENERAL TERMS. BUT INCLUD- 
ING SPACE AND DESIGN REQUIREMENTS AND INDICATIONS OF EQUIP- 
MENT PRICES. 

2. AMERICAN HOSPITAL SUPPLY HAS REQUESTED COMMERCE ASSISTANCE 
IN VERIFYING DR. LIN'S POSITION, AND HIS FIRM'S INVOLVE- 
MENT IN THIS PROJECT. ALSO, NOT CLEAR ON JUST WHAT STAGE OF 
DEVELOPMENT THIS PROJECT HAS REACHED. CAN POST GIVE UP TO 
DATE TIME TABLE? 

3. IF POST VERIFIES DR. LIN'S RELATIONSHIP TO PROJECT 

IT WOULD ALSO BE HELPFUL TO KNOW A BIT MORE ABOUT THE HOSPITAL. 
WHAT TYPES OF CLINICS WILL BE INCLUDED, WHAT SPECIAL FACILI- 
TIES AND EQUIPMENT NEEDS? 
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4. IF DR. LIN IS NOT CORRECT CONTACT, WILL POST PROVIDE 

NAME AND ADDRESS OF DECISION MAKER ON HOSPITAL EQUIPMENT? 

KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 MAR 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE055742 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JPHILBRICK 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740059-0337 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740327/aaaaazfd.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: SIGNAPORE 1791, MAY 1973 AND PREVIOU, S 

Review Action: RELEASED, APPROVED 

Review Authority: shawdg 

Review Comment: n/a 

Review Content Flags: 

Review Date: 08 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08-Aug-2002 by elbezefj>; APPROVED <10 DEC 2002 by shawdg> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: SINGAPORE HOSPITALS 
TAGS: BEXP, SN 
To: SINGAPORE 
Type: TE 
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